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NEW ENGLAND COMPOUNC 
697 WAVERLY ST. 

697 WAVERLY ST. 
FRAMINGHAM, MA 01702 P 


COLLAGENASE 1000 U/ML INJECTABLE 

0 

Flavor: 

Description: 

Quantity made: 300 ML Batch yield: 

Qty remaining: 

Date made: 1/26/2010 
Lot number: 01262010@57 
Beyond use date: July 25, 2010 

180 days after compounding date 

Pharmacist: GC , 

Technician: S CARTER 
NDC1: 

Packaging: AMBER / RECDJOMt 
Equipment 


300.000 

300.000 


Schedule: L 

PCCA ID: 

Route of admin: 


12:10 PM 


Pricing, calculations from th 
Estimated price $78.21 as i 
Ingredient cost $ 0.00 

Device cost $ 0.00 

Time cost so. 00 Tii 

Profit 




Mini 

Stability Informant: 

Che micals 

COLLAGEN/SE (STERILE) (255U/MG) 

Lot #: XB053 8 - — . Mfg: PCCA 

Volume: 

Balance: 


30(1000 UNIT 
Exp. dafe: 10/31/2012 
Potency: QS amount: 

NDC 


$58,500,000.02/17/2004 


Whlsr: SPECTRUM 


Each ML contains 1E3 UNIT or 1E5% 
ChemlnvID: 0 


n: 


SODIUM HYDROXIDE 1% SOLN 
Lot #: 1 


Balance: 




3 ML 

Mfg: NECC Exp. date: 1/1/2020 

Volume; potency: QS amount; 

NDC: 


m. 


$0.00 


08/13/2009 


Whlsr: 


Each ML contains 0,01 ML or 1% 

ChemlnvID; 427 


^ATER FOR INJECTION INJ 
Lot #:^9fB83 > 


Balance: 





Mfg: BRAUN 

Volume; 


Potency: 


300 ML 
Exp. date 

QS amount; i 

NDC: 


0 . 


Whlsr: BRAUN 


$600.00 06/17/2005 


Each 


ML contains 1 ML or 100% 

ChemlnvID: 300 


IjBENZYL ALCOHOL (STERILE) LIQUID - 

fit #: 68274/B Mfg: MEDISCA 

___ Volume; Potency: 

Balance: 


2.7 ML 

Exp. date: 1/30/2011 

QS amount; 


MEDISCA 


Vj SODIUM CHLORIDE (STERILE) GRANU ALE 
Lot #: Cl 32001 Mfg: PCCA 

L Volume; 

Balance: ^ 1 


2.8689 GM l/rfl 
Exp. date: 5/5/2019 ■' 

QS amount: 



$2.70 


03/2772008 


ML contains 0.009 ML or 0.9% 

ChemlnvID; 37 





Potency: 





$0.06 


04/01/2005 


PROFESSIONAL COMPOUN 

ML contains 0.00956 GM or 0.956% 
ChemlnvID: 0 


EDETATE DISODIUM (STERILE) POWDER 
Lot #: Cl 26523 . Mfg: PCCA 

^ Volume; 

Balance; 


Potency; 


0.3375 GM 
Exp. date: 3/28/2010 

QS amount: 


$0.05 


02/23/1998 


Y 


PROFESSIONAL COMPOUN 

ML contains 0.001 13 GM or 0.1 13% 
ChemlnvID: 80 




CALCIUM CHLORIDE DIHYDRATE (STERILE) POWDEF - 
Lot #~ YS0955 Mfg: SPCOWU M 


0.1791 GUIS Q $ 0.02 

Exp. date: 4 427/2010 _ Whlsr: SPECTRUM 
Q S amount: ^ 

NDC 


02/23/1998 


ML contains 0.000597 GM or 0.0597% 
ChemlnvID: 51 


SODIUM PHOSPHATE MONOBASIC (STERILE) POWDI - 
Lot #: Cl 32625 ~ Jgg: PCCA 

Volume; Potency; 


0.5703 GM 
Exp. date: 8/1/2012 

QS amount; 

NDC: 


□ 


$0.57 


09/30/2008 


Whlsr: PROFESSIONAL COMPOUN 

Each ML contains 0.0019 GM or 0.19% 
ChemlnvID: 0 


(Added all GM & GMS: 3.96) 


$58,500,603.40 


Log Instructions & Notes 


Originally made as: 300 COLLAGENASE 1000 U/ML INJECTABLE 
Calculated lot number: 01262010@57 Beyond use date: 7/25/2010 
FORMULA INSTRUCTIONS: 

THIS FORMULATION IS A STERILE FORMULA TION AND MUST BE MADE BY A PHARMACIST/TECHNICIAN WHO HAS BEEN 
APPROPRIATELY TRAINED IN ASEPTIC TECHNIQUE. 


FACILITY NAME:. 


Date enterei 
Checked by: 



33 


Last modified: 1/26/2010 12:10:48 PM by: GC, (Pharmacist 

Date: SL ' & l&HQ 


NEW ENGLAND COMPOUNDING CTR 

697 WAVERLY ST. 

FRAMINGHAM, MA 01 702 800-994-6322 

COLLAGENASE 1000 U/ML INJECTABLE 

Lot # 01 262010® 57 Discard after 7/25/2010 

GC 30 ML 

“REFRIGERATE** 


FOIA Confidential 


NECC USMA001 0751 01 


